MBTA Ruggles Station Commuter Rail Platform Project 
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800° Lx 12’ W High-level 
Platform 


Pedestrian tunnel under 
busway ramp 
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Security,Signage, Lighting 
Extend Catenary Structures 





Modifications to parking lot 
Constr. Cost Est. - S20M 





